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E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: REQUEST FOR SY EQUIPMENT 
REF: A) STATE 188753, B) ADANA 175 

1 . MYLAR REQUESTED IN REF B IS NOT EXCESSIVE. 

REQUEST IS FOR ALL WINDOWS IN CONSULATE INCLUDING 
THOSE PREVIOUSLY LEXANED. 

2. OUR CALCULATIONS, BASED ON LEXAN SIZES IN REFTEL B 
AND SIZE OF LEXAN PREVIOUSLY SENT TO ADANA, INDICATES 
A MINIMUM MYLAR REQUIREMENT OF 12,997 SQUARE FT. 

BASED ON EXPERIENCE WITH CONTRACTORS CURRENTLY 
INSTALLING MYLAR IN EMBASSY, FEEL THAT 14,000 SQUARE 
FT IS A MORE REALISTIC FIGURE FOR ADANA MYLAR 
REQUIREMENTS. 

2. PLEASE CHARGE ADANA REQUEST TO 14,000 SQUARE FT OF MYLAR. 
SPIERS 
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